20-50mm Green Garden Turf Mate Realistic Artificial Landscape Grass 


Material: PE+PP 

Pile Height: 20-50mm 

Gauge: 3/8” , Stitches: 120s/m-200s/m 
Density: 12600-21000 turfs/m2 


Advantage 

Do you want a space that is safe, healthy and beautiful? 20-50mm Green Garden Turf 
Mate Realistic Artificial Landscape Grass is your choice. It can not only create 
a green space and bring you excellent visual enjoyment, but also save you labor 
maintenance costs, time and steps of care. The back drain hole design makes cleaning 


and care easy. We provide customized services, 1-4 colors of grass silk combination, 


specially designed for you. 


Haining Qisheng Decoration Materials Co., Ltd. was established in 2014. It 
is a professional China 20-50mm Green Garden Turf Mate Realistic Artificial 
Landscape Grass supplier. Our company covers an area of more than 15, 000 square 
meters, has introduced first-class production technology from abroad, has a 
variety of large-scale production and processing equipment, and has a daily 
output of 20, 000-30, 000 square meters. Our company is committed to providing 
OEM 20-50mm Green Garden Turf Mate Realistic Artificial Landscape Grass 

creating a green viewing space for customers. With a professional R&D team, 
scientific production management, strict quality management and perfect 
after-sales service, the company has established a good brand image in the 
industry. And we produce raw materials by ourselves, competitive prices, 


high-quality services and stable delivery are our advantages 


https://www. ecoturff. com/product/artifical—landscape-grass/2050mm-green-g 


arden-turf-mate-realistic-artificial-landscape-grass. html 


